DRUCO-OPTUS DRUG STORES—PHILADELPHIA 


The only statue to religious liberty in the 
United States is located near the entrance to 
Horticultural Hall, Fairmount Park. It was 
erected in 1876 by the Independent Order of 
B'nai B'rith and Israelites of America, and 
was designed by Moses Ezekiel, noted sculptor. 
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176—Monument to Religious Liberty, Fairmount Park, 
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Philadelphia, Pa. 






